ARLINGTON—$5,600 37 Pierce Street 





Arlington 37 Pierce Street 
Asking Price—$5,600. Assessment—$5,550. 
Completely Reconditioned. 


ist Floor—Living room, dining room, kitchen, sun porch. 

2nd Floor—Three bedrooms and bath. 

Basement—Storage. 

Heat—Steam. 

Garage—Two-car. 

Land—4,500 square feet. 

Bank—Workingmens Co-operative Bank, 73 Cornhill, Boston, 
Mass. Tel. LAFayette 4280 or 1967—Mr. W. P. 
Sawyer. 


No. 1265 6/4/41 





